PALESTINE 1934-1938
completed in the autumn of 1938, is part of a town-planning scheme which will occupy a section of the peninsula between the breakwater of Haifa harbour and Mount Carmel, and which will be bounded by the new semicircular seashore drive. In addition to the hospital the scheme consists of blocks of flats, a seashore hotel, and the Government swimming-club. From an aeroplane flying out to sea the boundary of the site is like a parabola made by the encircling road. The hotel occupies the top of the parabola, the blocks of flats appear on the right, appearing endwise to the road and terminated by circular shops, while the hospital occupies the larger area to the left.
The site of the hospital opens on to a magnificent view of the Bay of Acre, with the mountains of Lebanon in the distance. In designing the hospital protection from the hot sunlight, ventilation and accessibility to the prevailing west wind were important objects. As I hope to show, these have been admirably realized.
The hospital consists of the main ward block, a long tall building running north-east to south-west. Adjoining this at right angles are two lower blocks, which curve slightly with the general contour of the site. The lon^ narrow strip to the south-west houses the various hospital services, and adjoins the attendants' quarters; while the broader, shorter curved block, consisting mainly of the reception and casualty wards, and main dispensary, adjoins the out-patients' department, with X-ray department on the first floor, and operation theatres on the second floor. Three blocks at considerable distance from the routine work of the hospital to the north-east contain the doctors5 and nurses' quarters, while beyond, connected by a passage-way with the main hospital, are five pavilions for infectious diseases, three of which border the sea-shore
This hospital occupies the site of an old Carmelite Convent, containing, besides an ancient pyramid, many beautiful old trees, which Mendelsohn, in his general lay-out, has taken care to preserve. And in the gardens between the buildings, those occupying the large area north-west of the ward block being the principal, Mendelsohn has arranged for the planting of a great variety of trees, the names of many spelling romance to a gardener's thoughts. It is interesting to study Mendelsohn's garden plan with this variety of trees sketched in and imaginatively to appreciate the groupings of the different kinds. Eucalyptus, tamarisk, mimosa, palms, olive, cypress pyramidales, jacaranda, are a few he has included.
The hospital is built of reinforced concrete throughout, faced with cement rendering. The ward block, a five-story building, is designed for 250 beds. The wards face north-west, and have large horizontal windows
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